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FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC IMMEDIATE 4236 
INFO AMEMBASSY BONN PRIORITY 
AMEMBASSY LONDON PRIORITY 

CONFIDENTIAL MOSCOW 16727 

DEPT FOR OC/S 

BONN FOR RCO; LONDON FOR ATO 

E.O. 1 1652: XGDS-2 
TGGS: ACOM 

SUBJ: SHIELDED ENCLOSURE AIR CONDITIONING SYSTEM 
REF: (A) STATE 240801 AND 240824; (B) MOSCOW 16692 

1. RESIDENT SEABEE DISCOVERED PRESSURE CONTROLLER SWITHC UNIT TWO 
HAD DEVELOPED LEAK IN CAPILLARY TUBING. SWITHC FROM UNIT ONE WAS 
TRANSFERRED TO UNIT TWO LEAVING UNIT ONE TOTALLY INOPERABLE. 
SINCE TRANSFER OF SWITCHES UNIT TWO CHILL WATER HAS DECREASED 

TO THIRTY-FOUR DEGREES AND UNIT CONTINUES FUNCTION AT COMFORT 
ZONE. 

2. SINCE POST DOES NOT HAVE AVAILABLE BACK-UP UNIT. REQUEST THE 
FOLLOWING PART BE FORWARDED NEXT AVAILABLE POUCH: NAME OF UNIT: 
PENN ALL-RANGE CONTROL. MANUFACTURED BY PENN CONTROLS INC., 
GOSHEN, INDIANA (PTOMA-1, RANGE 20 INCHES/100 POUNDS, H.P.R. 

100/425 POUNDS, SERIAL NUMBER A71). 

3. THE PRESENT SYSTEM HAS BEEN IN USE FOR APPROXIMATELY NINE 
YEARS, THEREFORE THE POSSIBILITY EXISTS THAT CONTROLS MAY HAVE 
SUFFERED SOME MALADJUSTMENT OVER A PERIOD OF TIME. 
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4. SINCE NECESSARY EQUIPMENT NOT AVAILABLE, RESIDENT SEABEE 
DOES NOT HAVE CAPABILITY TO MAKE REQUISITE ADJUSTMENTS. EMBASSY 
URGENTLY REQUESTS TECHNICAL ASSISTANCE AND EQUIPMENT TO PROPERLY 
BALANCE AIR CONDITIONING UNIT. 
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